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ORIGIN SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018R 

DRAFTED BY A/SY/T: J.PERDEW:GS 
APPROVED BY A/SY/T: D.G.FISCHER, CHIEF 
SY/T: M.MUSSER 
DESIRED DISTRIBUTION 
SY/FO/EUR 
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R 210305Z JAN 76 
FM SECSTATE WASHDC 
TO AMEMBASSY MOSCOW 

CONFIDENTIAL STATE 014754 

E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: ACR/PARENT ROOM VENTILATION SYSTEM 

FOR BRANDT 

REF: MOSCOW 0566 

1 . ACR VENTILATION FANS HAVE BEEN ORDERED. DELIVERY 
EXPECTED HERE IN TWO WEEKS. FANS WILL BE FORWARDED AS 
SOON AS RECEIVED. 

2. MUSSER WILL BRING WITH HIM DRAWINGS OF AIR DUCTS. 

HE WILL BE PREPARED TO DISCUSS ENTIRE PROJECT WITH YOU. 
SISCO 
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